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Message Text 


UNCLASSIFIED 

PAGE 01 CARACA 09149 291920Z 

60 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

062839 

R 291509Z JUL 76 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4131 

UNCLAS CARACAS 9149 

FOR COMMERCE/MEPD 

E.O. 11652: N/A 
TAGS: BENC, ECRE, VE 

SUB J : MAJOR PROJECT: TENDERS FOR THE CONSTRUCTION OF SEVERAL 
TRANSFER TUNNELS FOR INOS. 

1 . INSTITUTO NACIONAL DE OBRAS SANITARIAS (INOS), VENEZUELA 
NATIONAL WATER UTILITY, HAS PUBLISHED A TENDER LIMITED TO 
VENEZUELAN CONSTRUCTION COMPANIES FOR THE CONSTRUCTION OF FIVE 
WATER TRANSFER TUNNELS. US. FIRMS POTENTIALLY INTERESTED IN 
SUPPLYING EQUIPMENT AND CONSULTING SERVICES SHOULD BE INFORMED 
OF THE PROJECTS OUTLINED BELOW: 

BID 16-76: BUTARE TUNNEL: LENGTH: 834 METERS; EXCAVATION IN 
ROCK: 16,000 CU. METERS; VOLUME OF CONCRETE REINFORCEMENT: 

4,500 CU. METERS. 

BID 17-76: BARUTA TUNNEL, CAMATUY SYSTEM: LENGTH 1,710 METERS; 
STEEL PIPE: 2.54 METERS EXTERNAL DIAMETER, THICKNESS 16 MM; 
EXCAVATION IN ROCK: 19,000 CU. METERS; VOLUME OF CONCRETE 
REINFORCEMENT: 1 1,000 CU. METERS. 

BID 18-76: LOS ANAUCOS TUNNEL, CAMATUY SYSTEM: LENGTH: 821 
METERS; STEEL PIPE: 2.54 METERS EXTERNAL DIAMETER, THICKNESS 
16 MM, EXCAVATION IN ROCK: 9,000 CU. METERS; VOLUME OF 
CONCRETE REINFORCEMENT: 5,000 CU. METERS. 

BID 19-76: EL NARANJAL TUNNEL, CAMATUY SYSTEM: LENGTH: 300 
METERS; STEEL PIPE: 2.54 METERS; EXTERNAL DIAMETER, THICKNESS 
16 MM; EXCAVATION IN ROCK: 3,300 CU. METERS; VOLUME OF CON- 
CRETE REINFORCEMENT: 1,900 CU. METERS. 
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BID 20-76: LA LOMA TUNNEL, CAMATUY SYSTEM: LENGTH: 620 METERS; 
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STEEL PIPE: 2.54 METERS EXTERNAL DIAMETER, THICKNESS 16 MM; 

EXCAVATION IN ROCK: 6,800 CU. METERS; VOLUME OF CONCRETE 
REINFORCEMENT: 3,810 CU. METERS. 

2. LETTERS OF INTENT TO BID MUST BE PRESENTED BY AUGUST 
1 1 . THE NAMES OF FIRMS SELECTED TO PRESENT PROPOSALS WILL 
BE ANNOUNCED WITHIN 30 DAYS. EMBASSY WILL ADVISE USDOC OF THE 
NAMES OF PREQUALIFIED FIRMS WHEN THIS INFORMATION BECOMES 
AVAILABLE. 

VARY 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CONSTRUCTION, WATER SUPPLY SYSTEM, PROPOSALS (BID) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 29 JUL 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CARACA09149 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760294-0184 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976071 0/aaaaaipv. tel 

Line Count: 71 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: hackerpO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 APR 2004 by ThomasVJ>; APPROVED <03 JAN 2005 by hackerp0> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: TENDERS FOR THE CONSTRUCTION OF SEVERAL TRANSFER TUNNELS FOR INOS. 
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